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Message Text 

UNCLASSIFIED 

PAGE 01 QUITO 02113 031754Z 

ACTION ARA-14 


INFO OCT-01 ISO-OO EB-08 /023 W 

087258 040537Z/11 

R 031646Z APR 78 
FM AMEMBASSY QUITO 
TO USDOC WASHDC 
INFO SECSTATE WASHDC 7805 
AMCONSUL GUAYAQUIL POUCH 

UNCLAS QUITO 2113 

E.O. 11652: N/A 
TAGS: BEXP, EC 

SUBJECT: FOREIGN GOVERNMENT TENDER - SUBSTATION FOR ELECTRICITY 
TRANSMISSION, IBARRA 

1. 331/01/T0006 


2.033178 


3. R. HEFFERN 


4. 331 ECUADOR 


5. N 


6A. CONTACT- 

6B. SECRETARIA GENERAL 

6C. INSTITUTO ECUATORIANO DE ELECTRIFICACION 
AV. 6 DE DICIEMBRE NO. 2427 Y ORELLANA 
QUITO, ECUADOR 

7. LICITACION NO. S.I.-2, SUBESTACION IBARRA 

8. 052978; 10:00 AM 
UNCLASSIFIED 


UNCLASSIFIED 


PAGE 02 QUITO 02113 031754Z 
9.204 

9 A. FOREIGN COMMERCIAL TENDER 


10. THIS TENDER CONTEMPLATES THE CONSTRUCTION OF A 
MATERIALS AND EQUIPMENT HAVE ALREADY BEEN ACQUIRED. 

IT IS LIKELY THAT AN ECUADOREAN FIRM WILL WIN THE CONTRACT; 
HOWEVER, FOREIGN FIRMS ARE WELCOME TO PARTICIPATE IN THE 
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TENDER PROVIDED THAT THEY NOMINATE A REPRESENTATIVE 
DOMICILED IN ECUADOR. (SUCH LOCAL REPRESENTATION IS STANDARD 
PRACTICE FOR GOE TENDERS.) ESTIMATED VALUE OF 
CONSTRUCTION ON THIS PROIECT IS US$ 500 THOUSAND. BID 
DOCUMENTS MAY BE OBTAINED AT THE ADDRESS CITED IN ITEM 
6C FOR A NONREIMBURSEABLE COST OF 2,500 SUCRES OR 
US$ 100. 

CORR 


UNCLASSIFIED 


NNN 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 jan 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 03 apr 1978 

Decaption Date: 01 jan 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 jan 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1978QUITO02113 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Expiration: 

Film Number: D7801 44-0782 
Format: TEL 
From: QUITO 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1978/newtext/t19780499/aaaadggh.tel 

Line Count: 70 
Litigation Code IDs: 

Litigation Codes: 

Litigation History: 

Locator: TEXT ON-LINE, ON MICROFILM 

Message ID: 61e380b7-c288-dd11-92da-001cc4696bcc 

Office: ACTION ARA 

Original Classification: UNCLASSIFIED 

Original Handling Restrictions: n/a 

Original Previous Classification: n/a 

Original Previous Handling Restrictions: n/a 

Page Count: 2 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: n/a 
Retention: 0 

Review Action: RELEASED, APPROVED 
Review Content Flags: 

Review Date: 04 mar 2005 
Review Event: 

Review Exemptions: n/a 
Review Media Identifier: 

Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
SAS ID: 3092379 
Secure: OPEN 
Status: NATIVE 

Subject: FOREIGN GOVERNMENT TENDER - SUBSTATION FOR ELECTRICITY TRANSMISSION, IBARRA 
TAGS: BEXP, EC 
To: COM 
Type: TE 
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